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X vould '»v<t to c«*H your attention to tho public tcatisKjay of 
feife 3kmoi otarting at page 4* la vlilch ho clalias that the rirle 
foua4 on the sixth floor of the TSSD building does not have the sea* 
cimract eristics an the rifle in the Healey Street photograph, 
la hie testimony, lane charged that the photos were doctored* It is 
pp grrt *> ? *> * however# that the photos vere not doctored and that in fact 
. the real photo differs iron the actual rifle. If thin is the case, 
Oswald my hears owned two rifle® instead of one. If he did* then he 
■ 1 fc fitff t have disposed of one end this could provide a great meaty leads 
' in ear investigation* V& have vritten to the CTC ashing then to Caspar* 
the Jfeeley Wx&st photo vlth the actual rifle vlth partteiilar reference 
to discrepancies taenticsicd la Xaae 1 © tosthaony# 

I that you. should study this portion of the lene testissonjr# 
and ttS soon m ih&FEZ replies to our inquiries on this Wtter it vill 
W trou^it to your attention for further consideration. . 
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